The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVALL, PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



08/27/2010 


Matt Green 

Assistant District Attorney, Plymouth County 


Dear ADA Green, 

Enclosed is the information you requested in regards to Commonwealth Included are 

copies of the following: 


1. Drug Analysis Laboratory Receipt. 


2 . 


Control Cards with analytical results for samples # 



3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for samples # 



Lisa Glazer was the custodial chemist and perfonned the preliminary testing and net weight for this 
sample. Annie Khan (Dookhan) was the confirmatory chemist and analyzed the GC/MS data for 
this sample. 


If you have any questions about these materials, please call me at the number below. 


Sincerely^? 

T’mnieKhan (Dookhan) 
Chemist n 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6631 
Amhc.Klnm@slalc.ma. us 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tei (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

^Executive Office ofHhatifraud Htudan Services 
Department of Public Health 
State Laboratory Institute 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 “ 11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: Middleboro 

Name and Rank of Submitting Officer: 


Police Reference No.: 


Det Tim Needham 



Defendants) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


1 knotted corner bag containing 11+ blue round pills w/stamped trkc 

15 iU ^ 

2 blue round pills w/stamped markings | 

1 

C> 7o pL- 

2 blue round pills w/stamped markings j 

1 

0 

4 


6 light blue round pills with stanped markings 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page i of 1 


POISINDEX© Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 
Physical Description 

Imprints: M - The M enclosed in a box Is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

©1974- 2010 Thomson Reuters. All rights reserved. 


/i/i onm n 
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Sequence Name: C:\msdchem\l\seguence\default.s 
Comment: 

Operator: 

' Data' Path: bTV'GfC DATAV' ' * 

Instrument Control Pre~Seq Cmd; 

Data Analysis Pre--S'eq Cmd: 

Instrument Control Post-Seq Crnd: 

Data Analysis Post-Seq Cmd: 

Method Sections To Run On A Barcode Mismatch 

(X) Full Method (X) Inject Anyway 

{ ) Reprocessing Only ( ) Don't Inject 



Line 



Sample Name/Misc Info 

1) 

Sample 

1 

01 

DRUGS 

BLANK 

2) 

Sample 

2 

02 

DRUGS 

OXYCODONE STD 

3) 

Sample 

3 

03 

DRUGS 

BLANK 

4) 

Sample 

4 

04 

DRUGS 


5) 

Sample 

5 

05 

GENSCAN 

BLANK 

6) 

Sample 

6 

06 

GENSCAN 

COKE/COD STD 

7) 

Sample 

7 

07 

GENSCAN 

BLANK 

8) 

Sample 

8 

08 

GENSCAN 


9) 

Sample 

9 

09 

GENSCAN 

BLANK 
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Area Percent Report 


Data Path : D:\GC DATA\ 04__ 19_10\ 

Data File • :* 01. D - f - ■ < - 

Signal(s) : F1D1A.CH 

Acq On : 19 Apr 2010 9:54 

Sample ; BLANK 

Mi sc ■ - 

ALS Vial : 1 Sample Multiplier: 1 

Integration File: autointl.e 

Method ; C:\MSDCHEM\1\METHODS\DRUGS.M 

Title 

Signal : FXDlA.CH 

peak R.T. Start End PK peak peak peak % of 

# rain min min TY height area % max, total 

1 1.125 1.076 1.294 BB 433815599 4002807893 100.00%100.000% 

Sum of corrected areas: 4002807893 


DRUGS *M Mon Apr 19 10:07:20 2010 


Page: 1 
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Area Percent Report 


Data Path 
— Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\04_19_10\ 

G1 - D- «t- - - ' 

FIDlA,CH 

19 Apr 2010 9:54 

BLANK 

1 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\DRUGS.M 

Title : 


Response. 


1.125 


Signal; 01.D\FID1A.CH 


3800000| 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000' 

400000 

200000 


Time 


V 


tttttttt 

0.50 1.00 


-r-nrrr 

1.50 


~iT~r j"tj;) j « > n i i ryn j i . ' t'' n .rq..H ,,r r T| 
2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 


DRUGS.M Mon Apr 19 10:07:20 2010 


J'r; I I r rf-n t 1-j i tT TT r r - n-T T m 7 | rfT T " | r T r rrn ^ 

6.00 6.50 7.00 7.50 8.00 8.50 9.00 S.50 

Page: 2 
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Area Percent Report 


Data Path 
Data-File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ADS Vial 


D:\GC DATA\04_19_10\ 

02.D • * - 

FID1A.CH 

19 Apr 2010 10:08 

OXYCODONE STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\DRUGS.M 

Title : 


Signal : FID1A.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.125 

1.095 

1.287 

BB 

407188176 

3487020647 100. 

00% 99.557% 

2 

5.294 

5.239 

5.382 

BB 

1253282 

15514156 

0.44% 

0.443% 


Sum of corrected areas: 3502534804 


DRUGS.M Mon Apr 19 10:21:43 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File* 
Signal(s) 
Acq On 
Sample 
Mi sc 
ADS Vial 


D:\GC DATA\04_19__10\ 

02, D ■■ 4 ' 

FID1A.CH 

19 Apr 2010 10:08 

OXYCODONE STD 

2 Sample Multiplier; 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\ METHODS!DRUGS.M 

Title : 


* 


Response^ 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000- 

2600000 

2400000 

2200000 - 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 


1-1(25 


Signal: 02.D\FID1ACH 


5.294 


600000 

400000 

200000 


Time 


- Oj r-r-r' T^". njfi rT-pi iTif! .■-rry-T-n-r-pn-.-q ' 1 < * • f ■ V - A ( 1 1 M r "H 

0.00 0.50 1.00 1.50 2.00 2.50 3.00 3.50 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 


DRUGS.M Mon Apr 19 10:21:43 2010 


rn n i t r - r ~T- j r- 

9,00 9.50 
Page: 2 
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Area Percent Report 


Data Path : D:\GC DATA\04__19„10\ 

Data File' : 03. D ' ’" " ' ‘ 

Signal(s) : FID1A.CH 

Acq On ; 19 Apr 2010 10:23 

Sample : BLANK 

Mi sc . : 

ALS Vial : 3 Sample Multiplier: 1 

Integration File: autointl.e 

Method : C:\MSDCHEM\1\METH0DS\DRUGS.M 
Title : 

Signal : FID1A.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1,125 1,091 1,306 BB 403600768 3546035925 100.00%1Q0.000% 

Sum of corrected areas: 3546035925 


DRUGS.M Mon Apr 19 10r36:04 2010 


i 


Page: 1 
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Area Percent Report 


Data Path 
Data 'File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\G4_19 10\ 
FID1A.CH 

19 Apr 2010 10:23 

BLANK 

3 Sample Multiplier: 


$ 


Integration File: autointl.e 

Method : C:\MSDCHEM\l\METHODS\DRUGS.M 

Title : 


Response_ 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 ! 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 


1.1(25 


Signal: Q3.D\HD1A.CH 




i i] i" i ti | 1 T i ^T lr |^ V n " r 'T'| T i i i | i iTtt i i i " i~ | i 1 i" t [ i i i i j < ' r" t " i i j i , i i [ " !■ ' V i i ; ■ i 

0.50 1.00 1.50 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 


Time 


DRUGS,M Mon Apr 19 10:36:04 2010 


ri-pnVri i . . , I , , i i |'i . i i | , , , , , i i m 

7,00 7.50 8.00 8.50 9.00 9.50 


Page: 2 
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Area Percent Report 


Data Path 
Data File 
Signal{s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\04_19 10\ 

04 * D .. ' ' 

FIDlA,CH 

19 Apr 2010 10:37 


4 Sample Multiplier: 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\1\METHODS\DRUGS.M 

Title 

Signal : FIDlA,CH 


peak 

R,T. 

Start 

End 

PK 

peak peak peak 

% Of 

# 

min 

min 

min 

TY 

height area % max. 

total 

1 

1.125 

1.094 

1.302 

BB 

401421511 3203052502 100. 

00% 99.844% 

2 

5.292 

5,244 

5.357 

BB 

377705 5011260 0.16% 

0.156% 


Sum of corrected areas: 3208063762 


DRUGS.M Mon Apr 19 10:50:29 2010 


Page: 1 
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Area Percent Report 


Data Path 
Da t a File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\04_19_10\ 
04 . D - - ‘ 

FIDlA,CH 

19 Apr 2010 10:37 


4 Sample Multiplier: 1 
Integration File: autointl.e 

C:\MSDCHEM\1\METHGDS\DRUGS.M 


Method 

Title 

Response„ 


3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

120000 o! 

1000000 

800000 

600000 

400000 

200000 

O' 


25 


Signal: 04.D\FID1A.CH 


5.292 


j 1 ■ 


•~n i 1 . i‘-f 


HP 


Time 0.50 1.00 1.50 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 

DRUGS.M Mon Apr 19 10:50:29 2010 " Page: 2 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page l of I 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HC1 
Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolale 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Avaitable-Container-Sizes: Bottle of 100; 10X10 
Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylie Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974-2010 Thomson Reuters. Ail rights reserved. 


Kw,\.// ( minw ffo/Mvioi-iril'ir* r-r-wvi/Ji/’c/]iKrariQn/PT?T~)^Fjiiiif A rti nnTd/iYFPrintReadv 


4/1 9/7.010 
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IvnCROMEDEX® Healthcare Series : POISMDEX® Document Page 1 of 1 

— * ■ - POISINDEX® Product List.. 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule tl 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 1 Aluminum Lake 
Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 

Sodium Starch Giycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 100; Bottle of 1000; Bottle of 10 
Contact: Quaiitest Pharmaceuticals 
Product ID; 6788173 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Add) 

Registry Number: NDC 0603-4992-21 

Physical Description 

Imprint: V 4812 - The tablet Is deboased with 4812 above the scoremark and V below the 
scoremark. 

Form: Oral Tablet 

Color; Light Blue 

Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 



. 1 . 


A PrmlT? F»2rlv 
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Oxycodone - V 4812 [ Pharmer.org 


Page 1 of 1 



Pharmer.org 

WrmV f Ay Psfi ? 


home forums pill Imprints 


images 



Search_j 


•Ads by Google Pill Alarm Oxycodone Pil! Oxycodone Info Diet Pi ft 


Sponsored links 


Home » Drug Images » Domestic 


Active forum topics 


KH by CoOgle 

NEW- 

Withdrawal-Ease 
The Only 
Affordable Home 
Treatment For 
Opiate 
Withdrawal 
Relief) $79 

*>ww V.VJp*avaJ-€ass.« 


User login 


Username: ■ 


Password ' 


P Log in ~j 
* Create new Account 
Request new 
psSSWHMd 


Oxycodone - V 4812 

February 13 , 200 £ by LocoMente 

Posted In Domestic blue narcotic oxycodone OuaHesl - round Rodcodotte RX 



u Lumbyr Epidural Steroid 
liijectbns - realty went tad 
and it w asn't the 3rd cne ysl 
where it Iasi a while and i 
won't do it! 

° Ho'p, please. 

M Locking tor legitonline U S. 
phsrmsciea 

15 Are These Real Varum 
Tablets? 

u S peaking openly on line 

0 Fen tony! no! showing in 
urine sample 

u Big difference in pain meds 
mg's 

more 


Navigation 

* Forums 

Common imprints 
g Drug images 
° Resources tor Pii 1 
Identification 

a Health, Drug Topics and 
12 ore 

“ Recent posts 
v Feed aggregator 


Generic Name: Oxycodone Immediate Release 
Strength: 30 mg 

Manufacturer: Quattest Pharmaceuticals 
Trade Name: WA 
Type: Analgesic 
Class: FIX, Ctl 

Comment: Image courtly of LocoMente. Imprint V4812 


Original Thumbnail 


Who's online 

There are currently 4 users 
and 3; pueste online. 

Online users 
v vfronme 

0 cUfibroVfifi 

° Jbryan falconer 
u spd101$ 



We oompty with the HONcode 
standard for trustworthy health 
information: verify here 


About Contact DCscTafriers FAQs Privacy 

TX c«nt«r,t oftM* *'*» is t rttrdti f&Uty fw tduttV«n»1 aryj «nttrtalftfn*ftt p-jipzas. WM« we »5 Phwmir.erfl try lo t< Si iccuratt if 
*.< tin frilt r>9 fuinntsis tbovt tfcr iccur*sy & * r f thli sits. Hast ut& our drsdrrxn. 


Copyright 2005 - 2010 , Pnsrme-r.org 
Webs^e upda’ed 12-Pi-OS 


__ /tom 


a /i o/nm n 
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preuMIHAM. I£sr results 
cocaine 

HEROIN * . 

im 


NECA T1V, 


OTHER 



LI 


1 f i /KT, 




TEST_ RESLJLTS 
COCAINE 
HEROIN . 

NEGA T 
OTHER 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISfNDEX® Product List . 

Oxycodone Hydrochloride 1 ••• ■/,- //y-/ ] 

Also known as Oxycodone HC( 

Regulatory-Status: Schedule li 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Com 

Lactose (Monohydrate) 

Cellulose, Microcrysialline 
Silicon Dioxide 
Sodium Starch Giycolate 
Stearic Acid 

FD&C Blue No, 2 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 
Avaiiable-Container-Size: Bottle of 100 
Contact: KVK-Tech 

Manufacturer Product upc ^0702-00901 
Codes: 

Product ID: 6998053 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaticylic Acid) 

Registry Numbers: NDC 10702-009-01 

Physical Description 

Imprint: K 9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Alt Imprint: K9 - The tablet Is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Form: Oral Tablet 

Color: Blue 

Shape: Circle 

© 1974- 2010 Thomson Reuters. Ail rights reserved. 


-^--An.tirmTH/nf PrinfReariv 4/19/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® ProductUst uMHHBhBK 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule (I 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Mlcrocryslalime 
Sodium Starch Glycolate 
Starch, Com 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Ssze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

At! Imprints: M30 - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 

Color: Light Blue 

Shape: Circle 

©1974- 2010 Thomson Reuters. All rights reserved. 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711705.D 

ASD 

20 Apr 2010 15:00 

BLANK 

1 

DRUGS 

RTE 


Abundance.... . ’ TIC: 711705.0 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 



711705.D 


Mon Aug 30 10:42:44 2010 


Page 1 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711706.D 

ASD 

20 Apr 2010 15 :13 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance. " ~. TIC: T\ 1706.0“ 

1 5171 

600000; 

500000; 

i 

400000 { 

I 

; 3000001 

I i 

j 200000j 

100000] I 

j | \ 

Time-> 2^0 T_r 2.fe6 ' ' 4 50" ' 5 0(T ’ So 


t r ^r ^ r ) -rr-p- 

8.50 9.00 9.50 


Ret. Time 


Area % 

Ratio % 

5.706 


100.00 

100.00 


711706.D 


Mon Aug 30 10:42:49 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711706.D 

ASD 

20 Apr 2010 15:13 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8.L 


PK# RT Library/ID 


CAS# Qual 


.1 5.71 C: \DATABASE\PMW_TOX2 . L 

Oxycodone 
MPCP 

Amitriptyline-M -H20 AC 


000076-42-6 93 

000000-00-0 7 

® 000000 - 00-0 6 


Abundance’ 


80 i 


Averageof3766^ tb^;78^mlri:r7T^0ro _ fr “ 


315 


60 


40 


42 

i! 


70 


115 


20 


140 


55 ! 




98 


128 


m/z~> 40 6 r o 80 


230 


201 

188 ! 7U ! 258 

175 ji j 2 ) A i ! 

! ■'* i!l li 244 1 272 287 300 1 


429 


W 120 140 ' l5o 180' 200 2^0 240 2M 280 300 IS)' 380 4^0 *420 


Abundance 



bVz--> 40 60 


80 / ’ io o'T jo' ' 14 0 ^ 1 ^ 0 " '' l TO~ r 2 0o"2jo 2^ 0 "2W 2^0 3 ^0' 1^6 ' 3^0 ’ 


711706.D Mon Aug 30 10:42:50 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711707.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 15:26 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


711707.D Mon Aug 30 10:42:54 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711708.D 

ASD 

20 Apr 2010 15:38 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance.. " ~ T(C: 7TI708.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711708.D 


Mon Aug 30 10:42:58 2010 


Page 1 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711709.D 

Operator : ASD 

Date Acquired : 2^Ap^2^^0 15:51 

Sample Name : 

Submitted by : LAG 
Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance. . . ...“ ~ TIC: 71 

! 5170 


150000! 


100000 ; 




711709.D Mon Aug 30 10:43:02 2010 Page 1 


Folk OIG PRR 036559 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711709.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 15:51 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


LAG 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.70 C:\ DATABASE \ PMWJTOX2.L 

Oxycodone 

Amitriptyline-M -H20 AC 
MPCP 


000076-42-6 90 

@ 000000-00-0 9 

000000-00-0 7 


Abundance 



40 1 44 

! li 

20 i 


mlz-> 40 60 80 100 120 140 160 180 200 210 240 260 280 300 320 


Abundance" 


' #583: Oxycodone 


m lz-> 40 


140 201 ! 

258 


185 

217 

244 281 

eo’' ‘ ioo ‘' 120 ’' Uo ' ido ' ido ’ 1 26 

'0 ' 2^6 

r 24o ' ' 2&) ' ' 280 


711709-D 


Mon Aug 30 10:43:03 2010 


Page 2 


Folk_OIG PRR 036560 




















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM6\04_20_10\711710.D 

ASD 

20 Apr 2010 16:04 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance .. . TIC": 71171070" 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


711710.D 


Mon Aug 30 10:43:06 2010 


Page 1 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20__10\711711.D 

ASD 

20 Apr 2010 16:17 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance .. ..... TIC: 711711,0 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711711,D 


Mon Aug 30 10:43:21 2010 


Page 


l 




















Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711712.D 

Operator : ASD 

Date Acquired : 2^Ap^20^ 16:29 

Sample Name : 

Submitted by : LAG 
Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance . " .. I'tQ: 711712,0 

800000 571 

I 

600000; I 

400000 

200000: 


Time--> ZOO^ TSb ' 3.Q0 3.^0 4.66 ''4.50 ' ' 5,bo ' ' 5. feo 'MO ' 'S.feo 7 6 6 ' ' 7.^0 ' '8. bp ' ' 8,^0 "'9.1)6 9.feo 



711712.D Mon Aug 30 10:43:25 2010 Page 1 


Folk OIG PRR 036563 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711712.D 

ASD 

20 Apr 2010 16:29 


LAG 

12 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.71 C:\DATABASE\PMWTOX2.L 

Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 91 
000000-00-0 9 
000000-00-0 9 


Abundance 


Average ofS.669 lo 5:844 min” : 7117T27D (-) 


3 1 £ 


80] 


42 


60 i 

40 

20j ; 

I f: 

olfi- 

m/z-> 40 


230 


70 


115 


55 


"X 1 " 1 1 L 1 ! 

60 80 


84 98 

A.i.jl.i.i. 


140 


201 


128 


i ido - ' - ' T So ^ So 


188 

16. "Mi , 

il. i 


215 




258 

244 i! 272 286 300 


ft 327 355 


405 



Folk_OIG_PRR_036564 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711713.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 16:42 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance . ~ . 110:711713:0 




711713.D Mon Aug 30 10:43:28 2010 


Page 1 


Folk_OIG_PRR_036565 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM6\04_20__10\711714 .D 
ASD 

20 Apr 2010 16:55 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance ' TTC:YTT714.D 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


711714.D 


Mon Aug 30 10:43:31 2010 


Page 1 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM6\04_20_10\711715.D 
ASD 

20 Apr 2010 17:08 


LAG 

15 

DRUGS 

RTE 




ucrrmmy 

5170 


120000 ^ 

j 

100000! 

80000j 

60000i 

40000] 

I 

20000 ! 


OW" { 1 r : ) I- l l' 1 \ t 1 

2.00 2.50 3,00 

, . t I , j— r 1 

3.50 4.00 4.50 5,00 

--,,-LJ 

' 5.66 " 

' 6.66 ’ 

6 .ko 7.00 ' 7.66 ' ^8.00 ’ 8.50 ' 9.6o ' 9.50 ' 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.701 

248583 

100. 

00 

100.00 


711715.D Mon Aug 30 10:43:34 2010 


Page 1 


Folk_OIG_PRR_036567 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q2-2010\SYSTEM6\04 20 

10\711715,D 


Operator 

ASD 



Date Acquired 

20 Apr 2010 17:08 



Sample Name 

■HMNhHHi 



Submitted by 

LAG 



Vial Number 

15 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 5.70 C: \DATABASE\PMW__TOX2 . L 

Oxycodone 000076-42-6 90 
Amitriptyline-M -H20 AC @ 000000-00-0 9 
MPCP 000000-00-0 9 


Abundance 


80 


60 


j 40 

i 

K 

20 


55 

i 

0 

j 

Ill M 

m/z--> 

40 

s'o 6*0 


5:dtt 


315 


230 


70 


115 


140 


201 




84 90 


128 


188 


150 175 I 

Ml 1 ii.l s ! 

601701 




A 




214 


4 1 # 


258 


d 


244 

I’T 


272282 300 


341 


Abundance 

80 

60 
40] 
20! 


#58370xycodone 


PT373 


315 


70 


230 


140 


201 


258 


185 


^ h f r rTT -m i n i n i i i rr l -pmrir 


217 


244 


281 


300 


m/z~> ° 40"5t) ' eBMo" 80 "S) 1?ST4oiIo 130140150 1 &> i^OlSoi^0200202^02’io240 2^02&)2^02^o3o3^03lofeo 330340 


711715.D 


Mon Aug 30 10:43:34 2010 


Page 2 


Folk_OIG_PRR_036568 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711716.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 17:20 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



* * *N0 INTEGRATED PEAKS*** 


711716.D 


Mon Aug 30 10:43:37 2010 


Page 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711717,D 
ASD 

20 Apr 2010 17:33 

BLANK 
LAG 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711717.D 


Mon Aug 30 10:43:40 2010 


Page 1 


Folk_OIG_PRR_036570 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04__20_10\711718.D 

Operator : ASD 

Date Acquired : 2(^Ax>x^2(y^ 17:46 

Sample Name : 

Submitted by : LAG 
Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

350000i 


300000i 


250000 

200000 


150000! 


100000 



Time-> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.< 


' a.feo ’ oS ' aio 



711718.D Mon Aug 30 10:43:43 2010 Page 1 


Folk OIG PRR 036571 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711718.D 

ASD 

20 Apr 2010 17:46 


LAG 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\PMW__T0X2 . L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.70 C:\DATABASE\PMW_T0X2.L 

Oxycodone 
MPCP 

Amitriptyline-M -H20 AC 


000076-42-6 93 

000000-00-0 7 

@ 000000 - 00-0 6 


Abundance 


' Average of 5.669105.817 min": 7117T8.DT-)'^ 


I | % T ! 300 ! 

0 j ,lllj. , \m 1 JiJili^lllll ij f Lxjli j j 11111 ,-jl| t ; ■ r-.-A rffirr 

m/z-> 40 60 80 100 120 l40 160 1&0 200 220 240 2^0 280 300 3 &) 340 


Abundance 


^583: Oxycodone 


: 0V- r 

40 


- rr j_ T ^ j , „^iLi 

60 80 100 120 140 l60 180 21 



268 



217 

jjLj 

244 

281 

| 

is 

300 \$ 

, Jiiji , . r -, , , 

220 

24o ' 2&) 

' StT" 

360 320 340 


711718.D 


Mon Aug 30 10:43:44 2010 


Page 2 


Folk_OIG_PRR_036572 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711719.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 17:59 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance ~. " . TIC: 71 1719.0 



* * *NG INTEGRATED PEAKS*** 


711719.D Mon Aug 30 10:43:47 2010 Page 1 


Folk_OIG_PRR_036573 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711720.D 

ASD 

20 Apr 2010 18:11 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance ’ T1CT7TT7207U 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711720.D 


Mon Aug 30 10:43:51 2010 


Page 1 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711721.D 

ASD 

20 Apr 2010 18:24 


LAG 
21 

DRUGS 

RTE 


Abundance 

l 

; 600000] 
: 5000001 

400000; 
300000j 
200000 - 
lOOOOOj 


5170 


Til 


J- 


me-> 


2.00 ' ’ 2.feo ‘ ' 3.bo"' 3.feo ' ' 4.00 ‘ ’ 4.&0 ' ' S.bo ' 5.^6 6.to ' ‘ 6.^0 ' 7.bcT ' 7.b6 ' 8.66 ’ "'"aio ’ oGt 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.701 

1076834 

100.00 

100.00 


711721.D 


Mon Aug 30 10:43:54 2010 


Page 1 


Folk OIG PRR 036575 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711721.D 

ASD 

20 Apr 2010 18:24 


LAG 
21 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.70 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 91 
000000-00-0 9 
000000-00-0 9 


Abundance 


Average of 5.6691o3^min,: 7TT72i:D7-T 


315 



m/z~> 40 50 60 70 80 90 l60110 120130140150160170180190200210220230240250260270280290300310320330340 


Abundance 


#583: Oxycodone 


"FISTS' 


316 


801 


60 


40 


20 1 


O' 

m/z~> 4'o' Web 70l$Q W l5oWl5oT3o 140 i 


70 


140 


230 


201 


185 


217 


258 


244 


281 


300 


711721.D 


Mon Aug 30 10:43:55 2010 


Page 2 


Folk_OIG_PRR_036576 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711722.D 

ASD 

20 Apr 2010 18:37 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance 




Ret. Time 

Area 

Area % 

Ratio % 

* * *NO INTEGRATED 

PEAKS*** 




711722.D Mon Aug 30 10:43:58 2010 Page 1 


Folk OIG PRR 036577 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711738.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 22:01 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance .. “ TIC7711738.D 




711738.D Mon Aug 30 10:44:08 2010 Page 1 


Folk OIG PRR 036578 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM6\04_20__10\711740.D 
ASD 

20 Apr 2010 22:26 

BLANK 

1 

DRUGS 

RTE 


Abundance. ~ " . TlCf7Tl740.L> 



Ret. Time Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


711740.D 


Mon Aug 30 10:45:15 2010 


Page 


1 








